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EQUIPMENT LIST V 


MAINTENANCE PARTS LIST 
FOR DATA REDUCTION EQUIPMENT 


A-RAGCK 
ITEM NOMENCLATURE NO, OF UNITS 
1 Capacitor, 2000 MFD-15 vDC 
Mallory HC1520 - MP 30262 2 
2 Capacitor, 10,000 MFD-1 OVDG 
Mallory HC10100 - MP 30271 2 
3 Circuit Breaker, Heineman AM12-10 
MP 68015 2 
4 Circuit Breaker, Heineman KAM 33 
MP 68031 2 
5 Connector, Amphenol 26-159-16 
MP 62039 2 
6 Connector, Amphenol 26-159-24 
MP 62053 2 
7 Connector, Amphenol 26-190-24 
MP 62063 2 
8 Connector, Amphenol 26-190-16 
MP 62068 2 
9 ’ Decade Counter, Hewlett Packard AC4A 
MP 68035 2 
10 Diode, Matched pairs - IN93 - MP 55035 4 
ll Fuse, 3 amp. LITTLEFUSE - MP 57005 25 
12 Fuse, 4amp. LITTLEFUSE - MP 57027 25 
13 Fuse, 5amp. LITTLEFUSE — MP 57011 25 
14 Fuse, 1/16 A LITTLEFUSE - MP 57007 25 


oA 
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ITEM NOMENCLATURE NO. OF UNITS 
15 Fuse,1/32 A LITTLEFUSE ~- MP 57040 25 
16 Fuse, 1/8 A LITTLEFUSE ~ MP 57006 25 
17 Pilot Lamp, 5 NE 2 - MP 59122 4 
18 Pilot Lamp, NE-51 - MP 59116 5 
19 Drive Motor, Technical Development Corp. 
No. D 641-1 - MP 10859 1 
20 Relay, GV Controls GV RO-40 - MP 68016 3 
21 Relay, Potter~Brumfield KLI4A -~ MP 68033 2 
22 Switch, Centralab JV 9007 ~ MP 60039 1 
23 Switch, Toggle, Cuttler-Hammer ST 42A 
MP 60008 2 
24 Tube, 5963 - MP 45026 5 
25 Tube, 5R4WGY ~- MP 47344 2 
26 Tube, 5751 - MP 45061 5 
27 Tube, Amperex 85A2/0G3 - MP 45080 2 
28 Tube, 5005 GE 5 Star - MP 45086 2 
29 Tube, 6136 - MP 45007 2 
30 Tube, 5814A - MP 45012 2 
31 Tube, 6098/6AR6WA - MP 45094 3 
BI1-~RACK 
(Cabinet) 
I Drive Motor, D641-1, Technical Development 
Corp. MP 10859 lea 
Z Drive Motor, D 641-2, Technical Development 
Corp. MP 10882 lea 
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ITEM NOMENCLATU RE NO, OF UNITS 
3 Relays, Potter-Brumfield KLI4A 
MP 68033 lea 
4 Switch, Centralab JV 9007 - MP 60039 lea 
B2-RACK 


{Transport Sequence Control Power Supply PS4) 


l Capacitor, 200 MFD Mallory ND 1225 2 
2 Diode, Matched pairs IN93 - MP 55035 4 
3 Pilot Light, 5NE2 MARCO - MP 59122 2 
4 Pilot Light, 328 General Electric 

MP 59011 a 
5 Relay, RO 40 GV Controls - MP 68016 1 
6 Relay, KLI4A Poter-Brumfield - MP 68033 1 
7 Tube, 5R4WGY - MP 47344 j 
8 Tube, OG3/85A2 - MP 45080 2 

(Ampax 300-BZ) 

i Capacitor, Gerard Hopkins - MP 30485 2 
2 Motor, D-641-2 - MP 10882 1 
3 Relay, KL14A Potter-Bromfield - MP 68033 1 


(Power Switch Panel) 


1 Circuit Breaker, AM-12-10 Heineman 

MP 68015 ] 
2 Lamp (neon), NE51 - MP 59116 3 
3 Switch, JV 9007 Centralab - MP 60039 ] 
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C-RACK 
ITEM NOMENCLATURE NO. OF UNITS 
(Transcription Equipment) 
1 Capacitor, Dry Electrolytic 
CE32 F100R MP 30438 2 
2 Capacitor, Dry Electrolytic 
CE41I C250G - MP 30468 2 
3 Capacitor, Gerard-Hopkins - MP 30485 } 
4 Coil, 6315 Miller - MP 40033 2 
5 Coil, 4413 Miller - MP 40023 2 
6 Diode, N5091A Westinghouse - MP 55027 2 
7 Fuse, 2 Amp 312--2 LITTLEFUSE - MP 57014 25 
8 Fuse,l/4 Amp 312.250 LITTLEFUSE - 
MP 56020 25 
9 Fuse, 3/4 Amp 312.750 LITTLEFUSE 
MP 56010 25 
10 Cap Pilot Lamp, 6P5 MARCO - MP 59021 2 
11 Pilot Light, 5NE2 MARCO - MP 59122 Fs 
12 Pilot Light, 328 General Electric - MP 59011 ys 
13 Meter, VU No. 142 Simpson - MP 65678 1 
14 Relay, KL14A - Potter-Brumfield 
MP 68033 2 
5 Switch, PA~2011 Centralab - MP 60057 1 
16 Switch, PA-2027 Centralab - MP 60044 1 
17 Switch, PA-2003 Centralab ~ MP 60089 I 
18 Switch, PA-2023 Centralab - MP 60036 1 
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ITEM 
19 
20 


ya 


22 
23 
24 
25 
26 
27 


28 


29 


30 


6 


7 


NOMENCLATURE 
Switch, PA-2009 Centralab - MP 60048 
Switch, 2104 Heath - MP 60035 


Switch, ST 42A Cuttler-Hammer 
MP 60008 


Tube, 6AQ5 - MP 45040 
Tube, 5814A - MP 45012 
Tube, 5763 - MP 45081 
Tube, 5687 - MP 45059 
Tube, 6BK7A = MP 45065 
Tube, 6AN8 - MP 45031 


Transformer, XM 1553 Standard Coil 
MFP 58065 


Transformer, XM 1554 Standard Coil 
MP 58089 


Transformer, XM-1555-Z Standard Coil 
MP 58050 
D-RACK 
Capacitor, 8 u 450 V 
Capacitor, 10-100 uu - Ceramic 
Circuit Breaker, 10-15 Amp 
Decimal Counters, Hp 4 AC 
Diodes, IN 215 
Dial Lights, 6. 3 Amps 


Switches 


NO, OF UNITS 


I 
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ITEM 


15 


16 


12 


NOMENCLATURE 
Power Transformer 
Tube, 5725 

Tube, 5670 

Tube, 5963 

Tube, 5727 

Tube, 5751 

Tube, 6AS6 

Tube, 6 AR6 


Pulse Transformer, X-124T-2 UTAH 


E-~RAGK 
Tube 5725 
Tube 5670 
Tube 5727 
Tube 6AS6 
Capacitor, 8 MFD. 450V 
Capacitor, 10-100 MMF Ceramic 
Circuit Breaker, Heineman 15 Amp. 
Decimal Counter, Hp = 4AC 
Diode, IN215 
Dial Lamps, 6.3 V General Electric 


Selector Switches 


Reset Switches 


NO. OF UNITS 


I 
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ITEM NOMENCLATURE NO, OF UNITS 
13 Transformer, UTAH X 124T-2 1 
14 Power Transformer 1 
F-RACK 


(Time Display) 


1 Diode, Type IN92 2 ea 
2 Diode, Selenium, Type 8V1, Int. Rect. Corp. 4ea 
3 Diode, Selenium, Type 3Y1, Int. Rect. Corp. 6 ea 
4 Numerical Indicator, HB-106 Burroughs Zea 
5 Potentiometer, LOK2W, Type CLV 1031 Ohmite 2ea 
6 Potentiometer, 250K2W, Type CLV 2541 Ohmite lea 
7 Potentiometer, 5K 2W, Type CLV 5021 Ohmite lea 
8 Relay, Type 22RJ, Sigma Sensitive DPDT 10052 5 ea 
9 Socket, HSK-106-R5 Burroughs lea 
10 Tube Socket, 9-pin Miniature 2ea 
ll Switch, Type 7676K3, Cutler-Hammer lea 


(Chart Recorder) 


1 Lamp, HR-1801 2 
2 Relay, K-1801, K-1802, K-1803 Potter- 

Brumfield KL14A - MP 68033 1 
3 Relay, K-1804 Potter-~Brumfield KA5A 1 


(Power Switch Panel) 
1] Circuit Breaker, CB~-1601 Heineman AM~12, 
15A = MP 68015 1 
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ITEM NOMENCLATURE NO, OF UNITS 
2 Neon Lamps, DS-1601 GE-NE51 
MP 59116 3 
3 Power Switch, SW-1601 Centralab JV~9007 
MP 60039 I 


(Separator and Display Power Supply PS2) 


1 Diode Crystal Matched Pairs, IN93 

MP 55035 4 
2 Fuse, 15 Amp 25 
3 Fuse, 15/100 Amp 5 
4 Pilot Light, 5NE2 MARCO _ MP 59122 1 
5 Pilot Light, GE328 - MP-59011 2 
6 Relay, KL14A Potter-Brumfield - MP 68033 i 
7 Time Delay Relay, RO.40 GV Controls ~ MP- 

68016 1 


{Data Separator) 
1 Plug-in Amp No. I 


lea 
2 Plug-in Amp No. 2 lea 
3 Plug-in Amp No. 3 lea 
4 Capacitor, 20-125 uuf Centralab 
Type CV12-D121 2ea 
5 Connector, QRE125 2 
6 Connector, QRE12P 2 
7 Diode, Selenium, Type 4U1, Int. Rect. Corp. 2ea 
8 Diode, Selenium, Type 8U1, Int. Rect. Corp. 2ea 
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ITEM NOMENCLATURE NO. OF UNITS 
b Potentiometer, 100K2W, Type CU-1041l, lea 
Ohmite 
10 Tube Socket, 9 pin Miniature 2 
1] Tube Socket, 7-pin Miniature 2 
12 Switch, Type PA-2019 Centralab lea 
13 Switch, Type PA-2035 Centralab lea 
14 Switch, Type PA-2011 Centralab - MP 60057 lea 
15 Electron Tube, Type 12AU7 2 ea 
16 Electron Tube, Type 6AU6 2ea 
17 Electron Tube, Type 12BH7 2ea 
(Chart Recorder - 7003-82) 
1 Housing Assembly, Stylus 4 
Z Stylus Assembly 16 
3 Stylus Assembly 4 
4 Bracket - Roll and Reel Drive - Right 4 
5 Hub - Take-UP Reel - Left 4 
6 Hub - Take-Up Reel - Right 4 
7 Plate - Stylus Contact 4 
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